Form C: Requested RFP Pricing Form, not hand written 
Contractor to complete green cells, Extended Cost will auto calculate 
Emergency Repair of MBTA Reservoir Busway 


DATE: 5/18/2022 


1. Bidders are required to quote firm fixed Unit Cost(s) in the Unit Cost column below. The quoted prices shall be inclusive of ancillary charges including but not 
limited to prevailing wages, tooling, equipment, transportation costs, customs, duty charges, and other associated charges. Bidders shall quote only on goods and 
services in strict accordance with the specifications / requirements. Bidders must fill in each individual item. The MBTA reserves the right to reject any bid if one or 
more individual item is left blank. 


2. The Contingency amount is not a guarntee to pay the contractor. The MBTA has sole discretion to decide if the contingency will be used or not. Contractor to 
submit documentation for use of the contingency to the MBTA represntative for approval. MBTA may chose to seek other proposals or self-perform work. 


Item Description Total Qty Unit Cost * Extended Cost 


Emergency Repair of MBTA Reservoir Busway - 


Contingency (10%) ” - 
Police Details 10,000.00 10,000.00 


BASIS OF AWARD TOTAL LUMP SUM (lines 1-3) 


